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Kansas City Metropolitan Pollen, Spore, and Particle Count 

Thursday, July 18, 2019 
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Total: 1,973,414 

Laser Particle Counts are measured with 
a Climet CL I-10 0 laser particle counter. 
The numbers represent particles per 
cubic foot of air by size range (in 
microns) as measured at 8:00AM on the 
roof of Children's Mercy Hospital. We 
don't know what the "normal'' values 
should he, nor do we know what the 
health effects are of particular counts. 
There is evidence that very high numbers 
of particles under 1 uMin size may he 
related to heart and lung problems. 
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Top 5 Pollens: 2MH (Downtown, Top 5 Molds: 2MH (Downtown, 


Pollen 

Count 

Percent 

Mold 

Count 

Percent 

Grass 

8 

50.0% 

Cladosporium 

2.716 

53.4% 

Other Weed 

4 

28.6% 

Basldlospores 

693 

13.6% 

Pollen, Othe 

2 

14.3% 

Ascospores 

664 

13.1% 

Typha (catt 

1 

7.1% 
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Other 


0.0% 

Smuts 

Other 

318 

6.3% 

4.0% 

1 ■ j !Pi A rrir-A A : 

-•■(-,1 1 + _ if •? o fo 

V7.il Qt fl - : til T 

t ot'i 1 1 A-rrc 11 cvt - ! K 11 < 

iLtVTiDri l'Vi'7 -1 'll V 

•rri---. 1 LZit' 7', '7 


Thursday, July 18, 2019 
Comments 


The cu rre n t hot, d ry we at hen s n ot -con d u cjve to 
very much pollination activity even though there 
are a few grasses and some weeds remain 
active in this weather but overall pollen count is 
still low to d ay. S p o re:' do u nt i n KC a re a a re 
generally down during hot summery weather. 
The total mold count is also low and we expect 
to have same trend as long as this hot and dry 
weath erco riti nu e. Accordi ng to fvlAR C; SkyCast 
we do have good air quality today (Green Ozone 
Alert). Just be mindful/careful about Excessive 
Heat Warning throughout KC metro area today. 
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